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MEMORANDUM FOR: Comptroller 11 DES 097 
ATTENTION: Administration Group am Ap 
o5X1 FROM: a IA REG! ISTRY 
agement Staff PRE: c VIN-D EQ 
SUBJECT : Comments on Revised Draft Baseline Imagery Data 
Flow Document, dtd 19 September 1981 
1. This memorandum provides ODP comments on subject document as 


requested. Paragraph 2 identifies recommended source documents for 
_ additional information on CAMS. Paragraph 3 contains corrections to 
25X1 » section 7.2.4.2. 


hae 


Several sections of subject document state "additional in- 


formation required." Supplementary data for section 7.2.4.2 (CAMS) is 
contained in the CAMS Overview Document,[7 s,s In particular, 
sections 7.2.4.2.7.1. through 7.2.4.2.7. 4, are described in section 
4.3.2.2. of the CAMS Overview Document. This document is available on 
request from ODP/A/AD (351- 6387). The CAMS Users Manual 

will also be of assistance in providing additional detailed information. 
It is available on request from OICE/OD/CMB 
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The following corrections should be made in subject document: 
Section 7.2.4.2.1. g; add ACRES. [| 


Section 7.2.4.2.2. e (2); the size of the GIM-II files is 1072M 
characters. 


Section 7.2.4.2.3. para. 3; nominations are input to CAMS from 
both AIRES and ACRES via DATEX. [| 


Section 7.2.4.2.4. para. 5; the CAMS Users Manual has been re- 
published under control number 


. If you have any questions on these comments, please contact 
25X1 [of the office of Data Processing onl ~~ 
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